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Science Applications International Corporation 

An Employee-Owned Company 


Septemer 30, 1992 

Defense Intelligence Agency 
Bolling AFB.ODT-S 

Washington, D.C. 20340-6150 SG 1 J 

Attention: HUHI 

Reference: MDA908— 91— C— 0037 

Modification to Contract P00002 
S G 1 J Deliverable Reports 



As you know, we are required by the Contract Data Requirements List to deliver formal reports to you. To 
comply with the Contract Data Requirements List (DD1423) the list showing our reporting schedule is as 


follows: 



G 1 Peri odic Statu s Reports 
PERIOD ENDING 
October 31, 1992 
December 31, 1992 

STATEMENT OF WORK 
C.6.1, C.6.2, C.6.3, C.6.4 
C.6.1, C.6.2, C.6.3, C.6.4 

DATA ITEM NO. 

B001 

B001 

(2) Interim Technical Reports 
PERIOD ENDING 
October 31, 1992 
November 30, 1992 

STATEMENT OF WORK 
C.6.1, C.6.2, C.6.3, C.6.4 
C.6.1, C.6.2, C.6.3, C.6.4 

DATA ITEM NO. 

B002 

B002 

(3) Final Technical Report 
PERIOD ENDING 
December 31, 1992 

STATEMENT OF WORK 
C.6.1, C.6.2, C.6.3, C.6.4 

DATA ITEM NO. 
B003 

141 Special Report 

PERIOD ENDING STATEMENT OF WORK DATA ITEM NO. 

wwww C.6.1 B004 

COR will advise contractor on specific date for this congressional support item. 


Attached is a copy of DD Form 1423/Contract Data Requirements List for your assistance in the above 
mentioned scheduled dates. If you have any questions, please do not hesitate to contact me at (415) 
325-8292. 

Sincerely, 


SCIENCE APPLICATIONS INTERNATIONAL CORPORATION 

Earling A/DeGraff 
Cognitive Sciences Laboratory 

cc Ed May/w/enclosure 
Tom Albert/w/enclosure 
Joe Angelo/w/enclosure 
Betty Muzio/w/enclosure 
file 



1010 El Camino Real, Suite 330, P.O. Box 1412, Menlo Park, CA 94025 • (415) 325-8292 




UNCLASSIFIED 


CONTR^W r ^tMm°&S? 


IA-RD 



Public reporting burden for thi» colleaion - 1 1nformation is estimated to average 440 hours per response, including the time for reviewing instructions, searching 
enisting data sources, gathering and maintaining the data needed, and completing and reviewing the collection of Information. Send comments regarding this 
burden estimate or any other aspect of this collection of Information, including suggestions for reducing this burden, to Department of Defense. Washirunoii 


burden estimate or any other aspect of this collection of Information, including suggestions for reducing this burden, to Department of Defense. Washington 
Headquarters Services. Directorate for Information Operations and Reports, 12 IS Jeff erson Davis Highway, Suite 1204, Arlington, VA 22202*4302, and to the Office of 
Managementand Budget, Paperwork Reduction Project (0704-0188). Washington, DC 20503. Please DO NOT RETURN your form to either of these addresses. Send 
completed form to the Government Issuing Contracting Officer for the Contract/PR No. listed in Block E. 


RACT LINE ITEM NO. 


B. EXHIBIT 


C CATEGORY: 


d. system/item Phenomeno logical e. contract/pr no. 
Research and Analysis 330/025Z/92 


2 . ttre op data mM Contractor ' s progres s , 
status and manaqement report 


A AUTHORITY (Data Acquisition Document No.) 

DI-MGMT-80227 


F. CONTRACTOR 

SAIC 


3. SUBTITLE 


k;IH« 


DtST STATEMENT 
REQUIRED 


10. FREQUENCY 

BI-MO 


Periodic Status Reports 


A REQUIRING OFFICE 

DIA/0DT-S 


12. DATE OF FIRST SUBMISSION 

5 DARC 


DISTRIBUTION 


A APP CODE 


11. AS OF DATE 

0 


13. DATE OF SUBSEQUENT 
SUBMISSION 


\ 1s ‘$eT' l $lock 12: Contractor will provide draft report 

\ 5 DARP. Draft will be returned within 7 working days. 


0DT-S 



1. DATA ITEM NO. 2. TITLE OF DATA ITEM 

B002 Technical Report-Study/Services 


A AUTHORITY (Data Acquisition Document No.) 

DI-MISC-80508 


Interim Technical Reports 


A REQUIRING OFFICE 


DIA/0DT-S 


7. DO 250 REQ 


A DIST STATEMENT 10. FREQUENCY 

REQUIRED 4TIME 


12. OATE OF FIRST SUBMISSION 

5 DARC 


DISTRIBUTION 


b. COPIES 


A APP CODE 


11. AS OF DATE 

0 


13. DATE OF SUBSEQUENT 
SUBMISSION 


"fieTThock 12: Contractor will provide draft report 

5 DARP. Draft will be returned within 7 working days. 



1. DATA ITEM NO. 2. TITLE OF DATA ITEM 


B003 


A AUTHORITY (Data Acquisition Document No.) 

DI-MISC-80508 


•Ft 

• J ) v 


Final Technical Report 


A REQUIRING OFFICE 

DIA/ODT-S 


7. DD 2S0 REQ 


9. DIST STATEMENT 10. FREQUENCY 
REQUIRED 0NE/R 


12. DATE OF FIRST SUBMISSION 

See block 16 


DISTRIBUTION 


Wi 


11. AS OF DATE 

0 


13. DATE OF SUBSEQUENT 
SUBMISSION 


a. AOOBESSEE 


ia remarks Contents of this report will 

encompass A002 plus any remaining contract period. 


Contractor will provide draft report 5 DARP. Draft 
will be r eturned within 7 working davs. 

1. DATA ITEM NO. I 2. TITLE OF DATA ITEM I 3. SUBTITLE 



B004 


4. AUTHORITY (Data Acquisition Document No.) 

DI-MISC-80508 


5. CONTRACT REFERENCE 


SOW Para C.6.1 


Special Report 


A REQUIRING OFFICE 

DIA/ODT-S 


7. DD 250 REQ 


9. OIST STATEMENT 10. FREQUENCY 

REQUIRED 5TIME 


12. DATE OF FIRST SUBMISSION 

SEE BLOCK 16 


DISTRIBUTION 


11. AS OF DATE 


13. DATE OF SUBSEQUENT 
SUBMISSION 


ia remarks i2: COR will advise contractor on 

specific date for this congressional support item. 

SGI J 




17. PRICE GROUP 


IA ESTIMATED 
TOTAL PRICE 


17. PRICE GROUP 


IA ESTIMATED 
TOTAL PRICE 


17. PRICE GROUP 


IB. ESTIMATED 
TOTAL PRICE 


17. PRICE GROUP 


IA ESTIMATED 
TOTAL PRICE 


D Form 1423, JUM 90 

6i/ia3 


Previous editions are oos 





























































































